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Mr. Paugh denied that he and Mr. PrinJcey had ever
taunted or made fun of Mr. Beckman in the past, and denied
that they ever threw grease over the machine at him while
having coffee while Mr. Beckman was working (Tr. 256-257).
Mr, Paugh confirmed that the day before he was suspended, his
bolting crew had to stay and work overtime because they were
not caught up with the continuous-mining machine (Tr. 257).

Mr. Paugh testified as to his efforts to obtain employ-
ment since his discharge, and he also testified as to the
incident concerning the broken down roof bolter.  He denied
that Mr. Johnson had asked him to tell the mechanic to fix
the machine, and stated that Mr. Johnson asked him to tell
Mr. Wolfe to tell the mechanic to fix it (Tr. 259-265).

On cross-examination, Mr. Paugh conceded that manage-
ment's "open door policy" was a good one, but "sometimes it
never worked,"  He stated that "I've seen guys go out to
higher authorities before and complain, and come back to the
mine site, and they would get transferred-off of the section
or put on dead work" (Tr. 266-267).  He explained the roof
bolting sequence he was following on March %5, 1986, confirmed
that he argued with Mr. Beckman over the roof bolting pattern
on that day, and stated that he went around the machine to
speak with Mr. Beckman about it (Tr. 269).

In response to further questions, Mr. Paugh confirmed
that he and Mr. Johnson had been at odds with each other "off
and on11 from 1984 until he was discharged, and that their
arguments concerned the lack of air over the bolter and short
dinner breaks, and that his complaints to Mr. Polce about
Mr. Johnson resulted in Mr. Polce's transferring him to
another section (Tr. 270, 272).  Mr. Paugh denied any prior
altercations with Mr. Johnson, except for disagreements and
misunderstandings, and it was his impression that
Mr. Johnson's work assignments were deliberately made to
punish his bolting crew, and this is why Mr. Polce took him
off the crew the first time (Tr. 274). Mr. Paugh confirmed
that he and Mr. Johnson had exchanged strong words more than
once, and when asked whether or not Mr. Johnson ever invited
him to hit him, Mr. Paugh responded.  "He could have.  He's a
pretty good instigator" (Tr. 274).  Mr. Paugh denied that he
"despised" Mr. Johnson, but he believes that Mr. Johnson "had
a big part to do" with his discharge because he complained to
the mine foreman and superintendent about him several times
(Tr. 277) .

Harry L. Beckman, roof bolter, confirmed that on
Wednesday, March 5, 1986, he was working on a crew with

842  Mr. Paugh
